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Robin, 

I am glad both were received. I am looking forward to "meeting" the rest of the 
Philip Morris team of scientists tomorrow. 

Presently I am working on a PC. 1 am not sure where the problem lies with 
opening the attachment. Perhaps it is related to the version of the software 
being used. My MS word is the '97 version. 

Kirk Newland 
Validation Scientist 
MDS Pharma Services 
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